Ancient Egypt Udjat 
Fuse Bead Design 


Also known as the Eye of Horus or Wedjat, the Udjat eye was seen by 
the Ancient Egyptians as a symbol of protection, royal power and good 
health. Make your own with our Udjat fuse bead design. 


Start with a small pegboard. 
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